ane Memorial Day Schedule On Weekends, no trains operate 
Effective only on Monday, May 31st, 2021 


Inbound to Boston AM PM 


ZONE — STATION TRAIN# 2700 2702 2704 | 2706 2708 = 2710 2712 2714 2716 


on the Franklin Line 


6 Forge Park/495 to|  Sp25) 8:10 10:10 12:10 2:10 4:10 6:10 8:10 10:10 

6 Franklin/Dean College 5:32 8:17 10:17 12:17 2:17 4:17 6:17 8:17 10:17 

5 Norfolk ie Sgsie) 8:24 10:24 12:24 2:24 4:24 6:24 8:24 10:24 

4 Walpole 5:46 8:31 10:31 12:31 2:31 4:31 6:31 8:31 10:31 

4 Windsor Gardens 5:50) 8:35 1O:35mi|i2-35 235 4:35 6:35 8:35 10:35 

3 Norwood Central & 5:54 8:39 10:39 12:39 2:39 4:39 6:39 8:39 10:39 

3 Norwood Depot & 5:56 8:41 10:41 12:41 2:41 4:41 6:41 8:41 10:41 

3 Islington 5:59 8:44 10:44 12:44 2:44 4:44 6:44 8:44 10:44 

2 Dedham Corp. Center & 6:01 8:46 10:46 12:46 2:46 4:46 6:46 8:46 10:46 

2 Endicott 6:04 8:49 10:49 12:49 2:49 4:49 6;49 8:49 10:49 

2 Readville & 6:08 8:53 10:53 12253 2258 4:53 6:53 SDS 10:53 

1A Ruggles &| L6:18 | L9:03 | L 11:03 |} L 1:03 | L 3:03 | L 5:03 | L 7:03 | L 9:03 | L 11:03 

1A Back Bay &| L6:22 _L9:07 L11:07} L1:07 |L3:07 | L5:07  L7:07 | L9:07 | L 11:07 

1A South Station & 6:27 9:12 11:12 1:12 3:12 5:12 7:12 9:12 1:12 

AM PM This schedule will be effective only on Monday 31st, 2021. For regular weekday 
Sone: STATION TRAIN# 2704 2703 2705 2707 2709 2711 2713 2715 2717 service on the Franklin Line, please refer to the Spring 2021 schedule. 
1A South Station &| 6:45 8:45 10:45 12:45 2:45 4:45 6:45 8:45 11:00 Holiday Service 


J 5 . F < ; : , : On Memorial Day, the Newburyport/Rockport, Worcester, Fairmount, Providence and 
pales SiO ee ee ioe ae ao oS eo is Middleborough lines will operate on a weekend schedule. The Haverhill, Lowell, Fitchburg, 
1A Ruggles &| 6:53 8:53 10:53 12253 2:53 4:53 6:53 8:53 1:08 Franklin, Kingston and Greeenbush lines will operate on a dedicated schedule available at 
b 


2 Readville 7:02 9:02 11:02 1:02 3:02 5:02 7:02 9:02 11:17 South Station, North Station, Back Bay and on MBTA.com. 
: : : : : ; ; : ; There will be no train service on the Needham Line on Memorial day. 


2 Endicott 7:05 5:05) 11:05 1:05 3:05 5:05 FOS 9:05 11:20 
2 Dedham Corp. Center 6 7:07 9:07 11:07 1:07 3:07 5:07 7:07 9:07 11:22 Masks are federally required on board and in station. Visit MBTA.com/covid19 for the 
3 |islington 710 | 940 | 140 | 110 | 310 | 540 | 710 | 9:40 | 11:25 [test updates 
3 Norwood Depot & 7:13 9:13 11:13 1:13 3:13 5:13 7:13 9:13 11:28 
3 Norwood Central 6| 7:16 9:16 1:16 1:16 3:16 5:16 7:16 9:16 11:31 
4 Windsor Gardens 7:9 9:19 11:19 1:19 3:19 5:19 7:19 9:19 11:34 
4 Walpole 7:24 9:24 1:24 1:24 3:24 5:24 7:24 9:24 11:39 
5 Norfolk & 7:30 9:30 11:30 1:30 3:30 5:30 7:30 9:30 11:45 
6 Franklin/Dean College 7:37 9:37 11:37 1:37 SSI/ 5:37 737, 9:37 1:52 
6 Forge Park/495 & 7:46 9:46 11:46 1:46 3:46 5:46 7A6 9:46 12:01 
Times in blue indicate an early departure (L stop): The train may dS Bikes: Bicycles are allowed on all trains. 
leave ahead of schedule at these stops. 


on High level platform and bridge plate available. Visit mbta.com/ 
O accessibility for more information. 


Massachusetts Bay Visit Customer Service Follow Download the 
) Transportation Authority [C@(j)LIS MBTA.com [Ss 617-222-3200 @MBTA_CR ) mTicket App Aeneas 


